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[Abstract:] Communication of 20” reed., ... 

The Fidelity Mutual Life Association. 
Philadelphia, 

April 21, 1894 

Hon. Eugene Townsend, 

Superintendent 

Mint of the U.S. at Phila. 

Sir; 


Your communication of 20th inst., informing me that vault C. of the Mint will be opened 
at 10 o’clock A.M., 24th inst., received, and in reply I beg to name my son William L. 

Bosbyshell as representing me in the counting of the silver coin therein. 

Very respectfully, 

O.C. Bosby shell 



